MICROSCOPY.
An   interesting   experiment,   showing   the between the effect of pure  sunlight and  artifi consists in adjusting the mirror so as to simultar ceive light from the sky and from a lamp or gas 1 portion of the disk illuminated by the lamp light predominance of yellow, a greenish hue taking tl the blue ; the red being also modified.
Monochromatic light, such as is secured by pa
Holder for Soap Film.
through a deep reel glass, for example, shows tl
alternately reel and black.
The device for exhibiting the soap film, whicl in  Fig, 311, will now need little explanation.
pivoted in the same manner as the cell already
By dipping the finger in soapy water, and passi the ring, a film will remain in the ring, which ma)
FIG. 312
Mount of Mica Plates,
*n  fit* cam*  wt*nn/kv ne  KTAtirf s\n'e inn orecomparison; but it is difficult with ordinary see these exquisite tints.
